HAROLB    II
to be blown out of his course while sailing in the Channel and driven on to the shores of Normandy. Here he was detained by the unscrupulous William, who did not hesitate to indicate to his unwilling guest that unless he took an oath to assist his host in obtaining the crown, of England on the death of Edward, his chances of ever returning to his native land were decidedly remote. The unlucky Harold was forced to yield to this outrageous bkdbnail, and swore a great oath in the presence of all the witnesses whom William could produce that he would support the Duke of Normandy's candidature to the best of his ability* However, the right to nominate the successor to the crown, as Harold was probably well aware, ky ultimately with the Witan, and when this body was at length called upon to do so, they showed no hesitation in setting aside William's rlaim and declaring Harold king.
The council had made a wise choice, for not only had Harold already given abundant proof of his abilities as a ruler, but had also demonstrated in his successful conduct of a war against the Welsh that, granted favourable circumstances, he was not lacking in the military ability necessary to defend the country against the inevitable invasion from Normandy. Alas, favourable circumstances were denied him, for he had not long been crowned, and was preparing to organize his forces to resist William, when he was called upon to face a new danger from quite an unexpected quarter. His worthless brother Tostig, jealous of Harold's royal position, had come to a treacherous arrangement with Harald
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